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XL Experiments on Rathbone- Place Water: 
By the Hon. '^tmjQzNtVi^i^y F. R. S. 

Read Feb, ip^TpxR. Lucas has given a fhort exami- 
''^ ^* JL^ nation of this water in the firft part 
of his treatife of w^aters. It is the produce of a large 
fpring at the end of Rathbone-place, and ufed a few 
years ago to be raifed by an engine for fupplying part 
of the town. The engine is now deftroyed ; but 
there is a pump, nearly in the fame fituation, which 
yields the fame kind of water. It is the water of this 
pump, which was ufed in thefe experiments. 

Moft waters, though ever fo tranfparent^ contain 
fome calcareous earth, which is fepara ted from them 
by boiling, and which feems to be diflblved in them 
without being neutralized by any acid, and may 
therefore not improperly be called their unneutralized 
earth. The following experiments were made chiefly 
with a view of enquiring into thecaufe of the fulpenlion 
of this earthj for which purpofe this water feemed 
well adapted y as it contains more unneutralized earth 
than moft others. 

Thefe experiments were made towards the latter 
end of September 1765, after a very dry fummer i 
whereby the v^ater was moft likely more impreg- 
nated with faline and other matters than it ufually 
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The water, at the time I ufed it, lcK>ked rather jfbul 
to the eye* On expofing fome of it for a few days 
to the open air, a fcurf was formed on its furface, 
which was nothing clfe but fome of the unneutralized 
earth fe|^rated from the water* On dropping into it 
a folution of corrofive fublimate, it grew cloudy in a 
lew feconds i it quickly became opake, and let fall a 
fediment This is a property, which I believe does 
not take place, in any conliderable degree, in radft of 
tiie London watert. 

Experiment L 

494 ounces of this water were dillilled in a copper 
ftill, till about 1 50 02r* were drawn offl A good 
Jeal of earth was precipitated during the diftillation,. 
which being colleflcd and dried, weighed 271 
grains. It proved to be entirely a calcareous earth, 
except a fmall part, which was magnefia. This I 
found in iie following manner, A little of this earthy 
being mixed with fpirit of fait, diflblved entirely j 
which fliews it to confill folely of an ablbrbent earth, 
but does not £hew whether it is a calcareous earth or 
magnefia. The remainder was faturated with oil of 
f itriol : a great deal of matter remained undiffolved, 
which, as the earth was fliewn to be entirely of the 
abforbeni kind,muft have been felenite,or a calcarious 
earth faturated with the oil of vitriol. The clear liquor 
ftrained from off the felenite yielded on evaporation 
only eighteen grains of folid matter, w^iich proved to 
be Epfom fait j fo that all the earth,., exxept that 
contained in the eighteen grains of Epfom fait, mufi 
have been of the calcareous kind. That contained in 
tiie Epfom fait is well known to be magnefia. 
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The water remaining after dlftillation, and from 
which the earth was feparated, was evaporated, firft 
in a filver pan, and afterwards in a glafs cup, till it was 
reduced to about three ounces. Not the leaft earth 
was precipitated during the evaporation, till it was 
reduced to a fmall quantity ; there then fell 39 grains, 
which were entirely ielenite: fo that all the unneu- 
tralized earth in the water was feparated during the 
dlftillation. The liquor thus evaporated was of a 
reddifh colour, like an infufion of foot. 

Many waters contain a good deal of neutral fait 
compofed of the nitrous acid united to a calcareous 
earth ; the niofl convenient way of afcertaining the 
quantity of which, is to drop a folution of fixed alcali 
into the evaporated water, till all the earth is preci- 
pitated 5 whereby this fait is changed into true nitre, 
and is capable of being cryftallized. For this 
reafon, fome fixed alcali was dropt into the eva- 
porated water till it made no farther precipitation. 
The earth precipitated thereby weighed thirty-fix 
grains, and was entirely magnefia. The liquor 
was then farther evaporated, but no nitre could be 
made to fhoot: being then evaporated to drynefs, 
it weighed 256 grains. It gave not the leaft figns of 
containing any nitrous fait, either by putting fome of 
it upon lighted charcoal, or by making a match with 
a folution of it, but appeared to be a mixture of fea 
fait and vitriolated tartar, or fome other fait compofed 
of the vitriolic acid. As I have heard of no other 
London water, that has been examined with this 
view, but what has been found to contain a confider- 
able proportion of nitrous fait, it feems very remark- 
able that this ftiould be intirely deftitute of it. I now 

proceed 



[95] 

proceed to the experiments made on the diftilled 
water. 

The diftilled water, efpecially that part of it which 
came over firft, became opake/and let fall a precipitate, 
on droping into it a folution of fugar of lead. It alfa 
became opake by the addition of corrofive fublimate, 
much in the fame manner that the plain water did 
before diftillation. 

It was found, by dropping into it a little acid of 
vitriol and committing it to evaporation, to contain a 
fmall quantity of volatile alcali ^ as it left four grains 
of a brownifh fait, which being re-diffolved in water, 
yielded a fmell of volatile alcali on the addition of 
lime. It is doubtlefs this volatile alcali, which is the 
caufe of the precipitate, which the diftilled water 
makes with fugar of lead and corrofive fublimatc. 

What firft fuggefted to me that the diftilled water 
contained a volatile alcali, was the diftilling fome of it 
over again in a retort ; whereby the firft runnings 
were fo maich impregnated with volatile alcali, as to 
turn paper died with the juice of blue flowers, to a 
green colour, and in fome meafure to yield a fmell of 
volatile alcali. 

In the foregoing experiment, the fait procured 
from the diftilled water was perfedly neutral i fo 
that the quantity of acid employed was certainly 
not more than fufficient to faturate the alcali, but 
it may very likely have been lefsj as in that cafe 
the fuperfluous volatile alcali would have flown off in 
the evaporation. The following experiment ftiews 
pretty nearly the quantity of volatile alcali in the 
diftilled water. 



[96] 

Experiment IL 

1 128 ounces of Rathbone-place water were diftil- 
led in the fame manner as the former. The diftilled 
water was divided into two parcels, that parcel which 
came over firft weighing 121 ounces, the other 146. 
A preparatory experiment was firft made, in order to 
form a judgement of the comparative ftrength of 
each parcel; and alfo of the quantity of acid which it 
would require to faturate them. This was done by 
dropping fugar of lead into each parcel till it ceafed to 
make a precipitate. It was judged from hence that 
the firft parcel contained about 2I. tirAes as much 
volatile alcali as an equal quantity of the fecond. Into 
30 ounces of the firft parcel, mixed with as much of 
the fecond, was then put 43 grains of oil of 
vitriol, which was fuppofed to be about i- more than 
fufiicient to faturate the alcali therein. The mixture 
was then evaporated. When reduced to a fmall 
quantity, it was found to be rather acid: fixteen 
grains of volatile fal ammoniac were therefore added, 
which feemed nearly fufiicient to neutralize it. Being 
then evaporated to drynefs, it left fixty-fix grains of a 
brownifh fait, which diflblved readily in water, 
leaving only a trifling quantity of brown fediment. 
A little of this fait was found to make no precipi- 
tate on the addition of fixed alcali, and the remainder, 
being boiled with lime, was converted into felenite ^ a 
fure fign that the fait was merely vitriolic ammoniacal 
fait. The volatile alcaline fait contained in fixty-fix 
grains of vitriolic ammoniacal fait is 584. grains ; from 
whence deducing fixteen grains, the weight of the 
volatile fal ammoniac added, it appears that the diftilled 

water 
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water mfed in this experiment contains 42I grains of 
volatile fait j and therefore the whole quantity of 
volatile fait driven over by diftillation feems to be 
about lixty-eight grains> which, as thefecond parcel 
was fo much weaker than the firft, is probably nearly 
the whole volatile alkali contained in tJbe water* 

Experiment III. 

Dr. Brownrig, in a paper printed in the Philofophi- 
cal Tranfadions, for the year 1765, fhews that a 
great deal of fixed air is contained in Spa v/ater. This 
induced me to try whether I could not find any in that 
of Rathbone-place -, which I did by means of the 
contrivance reprefented in the drawing. 
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ACDE reprefents a tin pan, filled with Rathbone- 
place water as high as BG. HKL is another tin pan, 
within the firft, tn the manner of an inverted funnel 
and made in fuch a manner as to leave as little room as 
poffible between that and the fides of the outward 
vefleL M reprefents a bottle, full of the fame water, 
inverted over the mouth of the funnel. By this means, 
as faft as the air is difengaged by heat from the water 
within the funnel, it muft neceflarily rife up into the 
bottle. The Rathbone- place water, put into the 
veffel, weighed 411 ounces, the funnel held 353 
ounces. A bottle full of water being inverted over 
the mouth of the funnel, as in the figure, the water 
was heated, and kept boiling about ^ of an hour. As 
foonasone bottle was filled with air, it was removed 
by putting a fmall ladle under its mouth, while under 
water, and let with its mouth immerfed in the fame 
manner in another vefifel of water, taking care not to 
fufFer any communication between the included air 
and the outward air during the removal. At the fame 
time, another bottle full of water was inverted over 
the mouth of the funnel, in the fame manner as the 
former. It was not eafy telling how much air was 
difcharged from the water 1 as the air in the bottles, 
when firft removed, was hot and expanded -, and, before 
I could be fare it was cold, there was fome of it 
abforbed by the water : but there feemed to be above 
75 ounce meafures difcharged, fcarce twenty of 
which arofe before the water began to boil. The 
water continued difcharging air after the experiment 
was difcontinued. In about a day's time, much the 
greateft part of the air was abforbed, fcarce fixteen 
u nee meafures remaining. That which was abforbed 
appeared to be fixed air, as the water which had 

abforbe d 
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abforbed it made a precipitate with lime-water. But, 
in order to abforb all the fixed air more perfectly, the 
air which remained not abforbed was transferred into 
another bottle of water, in the manner defcribed in 
my firft paper on fadiitious air, page 142 of the pre- 
ceding volume. This bottle was then fet with its 
mouth immerfed in a bottle of fope-Ieys ; after which, 
by fhaking the bottle, the fope-leys was mixed with 
the included water j whereby the air in the bottle was 
brought in contad: with the fope-leys, which is well 
known to abforb fixed air very readily. By this 
means the air was reduced to 84. ounce meafures. A 
fmall vial being filled with equal quantities of this and 
inflammable air, and a piece of lighted paper applied 
to its mouth, it went off with as loud a bounce, as 
when the fame vial was filled with equal quantities of 
common air and inflammable air. The fpecific gravity 
of the remainder was tried by a bladder, in the manner 
defcribed in the above-mentioned paper ', as well as 
could be judged from fo fmall a quantity, it was juft 
the fame as that of common air. From thefe two 
circumfl:ances, I think we may fairly conclude that thi^ 
unabforbed part was intirely common air ; confequen tly 
the air difcharged from the Rathbone-place water 
confifled of 8|. ounces of common air and about 66 
of fixed air. The air which was difcharged before 
the water began to boil contained much more com- 
mon air, than that which was difcharged afterwards ; 
that which was difcharged towards the latter end 
feeming to contain fcarce any but fixed air. 

As fo much fixed air is difcharged from thh water 
by boiling, it feemed reafonable to fuppofe, that the 
diftilled water fhould contain fixed air. I accordingly 
found it to make a precipitate with lime-water. 

O 2 ExPE« 
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Experiment IV. 

The following experiment ihews that the fixed air 
was not generated during the boiling, but was con- 
tained in the water before. Into 30 ounces of 
Rathbone-place water was poured fome lime-water, 
which immediately made a precipitate. More lime- 
water was added, till it ceafed to make any farther 
precipitate. It required 204 ounces. The precipi- 
tated earth being dried weighed 39 grains. 

The unneutralized earth contained in 30 ounces of 

Rathbone-place water is 1 6 i. grains, and the earth 

contained in 20^ ounces of lime-water (as was found 

by precipitating the earth by volatile fal ammoniac) is 

2 1 grains. Therefore the earth precipitated from the 

mixture of Rathbone-place water, and lime- water, is 

about equal to the fum of the weights, of the earth 

contained in the lime-water, and of the unneutralized 

£arth in the Rathbone-place water ; and confequently 

all the unneutralized earth feems to be precipitated 

from Rathbone-place water by the addition of a proper 

quantity of lime-water. But a more convincing 

proof that this is the cafe, is that the clear liquor, 

after the precipitate had fublided, did not depofit any 

earth on boiling, or become in the leaft cfoudy on the 

addition of fixed alkali ;. whereas Rathbone-place 

water in its natural ftate becomes opake thereby. It 

might perhaps be expected, that the clear liquor 

iliould Itill make a precipitate on the addition of fixed 

alkali, though the unneutralized earth is precipitated ; 

as in all probability there is ftill a good deal of earth 

remaining in it in a neutrah'zed ftate. The reafon 

why it does not, feems to be, that the remaining 

earth is moft likely intirely magnefia } and Epfom 

ialt. 
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fdt, when diflblved in a great quantity of water, does 
not make any precipitate on the addition of fixed 
alkali. 

There Is great reafon to fuppofe that the earth preci- 
pitated on mixing the Rathbone-place water and lime- 
water, was very nearly faturated with fixed air, i. e. 
that it contained very near as much fixed air, as is na- 
turally contained in the fame quantity of calcarious earth. 
If fo, 30 ounces of Rathbone-place water contain as 
much fixed air as 39 grains of calcarious earth 5 whereas 
the unneutralized earth, in that quantity of water, is 
only 16 -1 grains ; fo that Rathbone place water con- 
tains near a 4. times as much fixed air as is fufficient 
to faturate the unneutralized earth in it. 

It feems likely from hence, that the fufpenfion of 
the earth in the Rathbone-place water, is owing 
merely to its being united to more than its natural 
proportion of fixed air ; as we have {hewn that this 
earth is adiually united to more than double its na- 
tural proportion of fixed air, and alfo that it is im- 
mediately precipitated, either by driving off the fuper- 
fluous fixed air by heat, or abforbing it by the ad- 
dition of a proper quantity of lime water. 

Calcareous earths, in their natural ftale, 1. e. fatu- 
rated with fixed air, are totally infoluble in water ; 
but the fame earths, entirely deprived of their fixed 
air, i. e. converted into lime, are in fome meafure 
foluble in it 5 for lime-water is nothing more than a 
folution of a fmall quantity of lime in water. It is 
very remarkable, therefore, that calcareous earths 
fhould alfo be rendered foluble in water, by fur- 
nifliing them with more than their natural propor- 
tion of fixed air, i.e. that they fliould be rendered 
foluble, both by depriving them of their fixed air, 

and 
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and by furnlfhing them with more than their natural 
quantity of it. Yet, ftrange as this may appear, the 
following experiments, 1 think, £hew plainly that it 
is the real cafe. 

Experiment V. 

In order to fee whether I could fufpend a calcareous 
earth in water, by furniftiing it with more than its 
natural proportion of fixed air, I took 30 ounces of 
rain water, and divided it into twa parts : into one 
part I put as much fpiiit of fait, as would diflblve 
30-/-^ grains of calcareous earth, and as much of a 
Saturated folution of chalk, in fpirit of fait, as con- 
tained 20 grains of calcaroeus earth : into the other 
part I put as much fixed alkali, as was equivalent to 
46 ^^^ grains of calcareous earth, i. e. which would fa- 
turate as much acid. This alkali was known to con- 
tain as much fixed air as 39 grains of calcareous earth. 
The whole was then mixed together and the bottle 
immediately flopped. The alkali was before faid to 
be equivalent to 46 -,*^ grains of calcareous earth, and 
was, therefore, fufiicient to faturate all the fpirit of 
fait, and alfo to decompound as much of the folution 
of chalk as contains 164. grains of earth. This 
mixture, therefore, fuppofing I made no miftake in 
my calculation, contained 1 61. grains of unneutralized 
earth, with as much fixed air as is contained in 39 
grains of calcareous earth ; which is the quantity 
which was found to be in the fame quantity of Rath- 
bone place water. The mixture became turbid on 
firft mixing, but the earth was quickly re-diflblved 
on fhaking, fo that the liquor became almoft tranf- 
parent. After (landing fome time, a flight fedi- 
ment fell to the bottom, leaving the liquor perfeftly 

tranfparenr. 
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tranfparent The mixture was kept three or four days 
flopped up, during which time it remained perfediy 
clcar,without depofiting any more fediment. The clear 
liquor was then poured off from the fediment, and 
boiled for a few minutes^ in a Florence flalk ; it grew 
turbid before it began to boil, and difcharged a good 
deal of air I fome earth was precipitated during boil- 
ing, which being dried weighed 13 grains. 

This (hews that there wat really, at lead 13 grains 
of earth fufpended in this mixture, without being 
neutraliised by any acid 5 the fufpenfion of which 
could be owing only to its being united to more thm 
its natural proportion of fixed air. But, as a further 
proof of this, I made the following experiment. 

Experiment VL 

I took the fame quantities of rain water, folution 
of chalk, fpirit of fair, and fixed alkali, as in the 
laft experiment, but mixed them in a dijfFerent order. 
The fixed alkali was firft dropped into the fpirit of 
fait, and when the effervefcence was over, was di- 
luted with 4. the rain water. The folution of chalk 
was then diluted with the remainder of the rain water, 
the whole mixed together, and the bottle immedi- 
ately flopped, and ihook vehemently. A precipi- 
tate was immediately formed on mixing, which 
could not be re-diflblved on fliaking. 

It muft be obferved, that, in the firft of the two 
foregoing experiments, all the fixed air contained in 
the alkali was retained in the mixture, none being 
loft by efFervefcence 5 whereas, in the laft experi- 
ment, thegreateft part of the fixed air wasdiflipated 
in the eff^ervefcence ^ no more being retained than 

what 
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what was conlained in that portioD of the fixed alk.a:li, 
which was not neutralized by the acid 5 and con- 
fequently the unneutralized earth, in the mixture, 
contained not much more fixed air than what was 
fufficientto faturate it. As the latter of thefe mix- 
tures differed no otherwife from the former, than that 
it contained lefs fixed air -, the fufpenfion of the earth 
in the former mufl necelTarily be owing to the 
fixed air. 

In the two foregoing experiments the water con- 
tained, befides the unneutralized earth, and fixed air, 
fome fal fylvii, and a little folution of chalk in the 
marine acid; which, it may be fuppofed, contri- 
buted to the fufpenfion of the earth : but the follow- 
ing experiment fliews that a calcarious earth may be 
fufpended in water, without the addition of any other 
fubflance than fixed air. 

Experiment VIL 

A bottle full of rain water was inverted into a 
vefTel of rain water, and fome fixed air forced up 
into the bottle, at different times, till the water had 
abforbed as much fixed air as it would readily do j 
1 1 ounces of this water were mixed with 6 ^ of 
lime water. The mixture became turbid on firfl 
mixing, but quickly recovered its tranfparency, on 
fhaking,and has remained fo for upwards for a year. 

This mixture contains 7 grains of calcareous earth; 
and, from a fubfequent experiment, I guefs it to con- 
tain as much fixed air, as there is in 14 grains of 
calcareous earth. 

Experiment VITL 

Leafl it ihould be fuppofed, that the reafon why 

the earth was not precipitated in the foregoing experi- 

2 ment, 



[ 105 ] 

mem, wai, that it was not furniflied with a fufficktit 
quantity of fixed afr, the foilowing mixture was 
made, which contains the fame proportion of earth 
as the former, but a lefs proportion of fixed air : 
44 ounces erf the above-mentioned water, containhig 
fixed air, were diluted with 6^ of ram water, and 
then mixed with 6 \^ ounces of limewater. A pre- 
cipitate wm irnmediately made on mixing, which 
couid not be re-dijSbi^ed on fhaking. 

Experiment IX% 

I made fomie experiments to find whether th6 un- 
neutralized earth could be precipitated from other 
London waters, by the addition of lime water, as well 
as fi-om Rathbone^place water. It is neceflary for this 
purpofe, that the quantity of lime water fhould be 
adjufted very exadly j for, if it is too little, it does 
not precipitate all the unneutralized earth; if it is 
too great. Tome of the earth in the lime water re- 
mains fufpendcd. For this reafon, as I found it al- 
moft impoffible to adjuft the quantity with fufficient 
exa<5tnefs, I added fuch a quantity of lime water, as 
I was well aflured, was more than fufficient to pre- 
cipitate the whole of the unneutralized earth ; and 
when the precipitate was fubfided, decanted ofF the 
clear liquor, and expofed it to the open air, till all 
the lime remaining in the water was precipitated, by 
attracting fixed air from the atmofphere* The clear 
liquor was then decanted and evaporated, which is 
much the moft exaft way I know of feeing whe- 
ther any unneutralized earth remains fufpended in the 
water. The refult of the experiments was as 
follows: 

Vol, LVIL P 20o 
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2oa ounces of water, from a pump in Marlba- 
rough-ftreet, were mixed with 38 ounces of lime 
water. The e^trth preGipitated thereby weighed 38 
grains. The clear liquor, expofed to the air, and 
evaporated in a filver pan till it was reduced to 6 or 
7 ounces, depolited no more than 2 or 3 grains of 
unneu tralized earth - 

: A like quantity of the fame pump waiter, evaporated 
by itfelf without the addition of lime water, depo- 
fited about 19 grains of unneti tralized earth. 

200 ounces of water, from a pump in Hanover-^ 
fquare, being mixed with 67 ounces of lime water, 
the precipitate weighed 93 grains. The clear liquor, 
treated in the fame way as the former, depofifed 
about 2 grains of earth. 200 ounces of the fame wa- 
ter, evaporated by itfelf, depofited zZ grains of 
earth. 

The fame quantity of water from a pump in 
St. Martin's church^yard, being mixed with 82 ounces 
of lime water, the precipitate weighed 108 grains. 
The clear liquor depofited fcarce any unneutralized 
earth on evaporation. 

The fame quantity of water, evaporated by itfelf> 
yielded 45 grains of unneutralized earth. 

The way, by which I found the quantity of un- 
neutralized earth depofited on evaporation, was, after 
having decanted the clear liquor, and wafhed the 
refiduum with rain water, to pour a little fpirit of 
fait into the filver pan, which. difiTolves all the calca- 
reous earth, but does not corrode the filver. Then, 
having feparated the folution from the infoluble mat- 
ter, the earth was precipitated by fixed alcali. 

In this way of fi.nding the quantity of unneutralized 
wrth, care muft; be taken to add very little more 

acid 
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sicid than Is neGefiary to difTolve the unneutralfzed 
earth, and to ufe as little water in walhing out the 
Iblution as poffiblei for other wife a good deal of the 
felenite, which is depofited in the evaporation of 
moft water, will be diflblved; the earth of which 
will be precipitated by the fixed alcali, and by that 
means make the quantity of unneutralized earth ap- 
pear greater than it really is. 

It appears from thefe ex-periments, that the un- 
neutralized earth is intirely precipitated from thefe 
three waters, by the addition of a proper quantity of 
lime watery as the trifling quantity found to be de- 
pofited, on the evaporation of two of them, moft 
likely proceeded only from not expofihg the water to 
the air, long enough for all the lime to be precipitated* 
So that I think it feems reafonable to conclude, that 
the unneutralized earth, in all waters, is fufpended 
merely by being united to more than its natural pro- 
portion of fixed air. 

To return to Rathbone-place water; it appears 
from the foregoing experiments, that one pint of it, 
or 7315 grains, contains, firft, as much volatile al- 
cali as is equivalent to about _,%. grains of volatile fal 
ammoniac : fecondly, 8 -t^ grains of unneutralized 
earth, a very fmall part of which is magnefia, the 
reft a calcareous' earth : thirdly, as much fixed air, 
including that in the unneutralized earth, as is 
contained in 19 -%. grains of calcareous earth: 
fourthly, i ^% of felenite: fifthly, 7 ^%. of a mix- 
ture of fea fait, and Epfom fait; and the whole fo- 
lid contents of i pint of the water is 174. grains. 

One pint of water, from the pump in Marlbo- 
rough-ftreet, contains i Jt_. grains of unneutralized 
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earth, toil as much fixed aif as m contamed in 2 ^% 
grains of cafcareous earth* 

Th0 feme quantity of water, from the pump in 
Handver-jKjuare, contains z^^ grains of unneatm- 
lized earth, with as much fixed air as Is contained in 
7^^of earth. 

The fame quantity of wacer^^ from St Martinis 
Church-yard, contains 3 ^ grains of unneutralized 
earth, with as much fix^ air as is contained in 
8 -^%. of earth. 
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XII. D^cription of a Meteor feen at Oxford, 
OAober 12, 1766, In a Letter to 
Charles Morton, M. D. Sec. R, S, from 
the Rev. John Swinton, B, D. F. R. S. 
Member of the jicademy degli Apatifti at 
Florence, and of the Etrufean Academy 
of Cortona /« Tufcany. 

Dear Sir, 

R^adFeb. 26, r"|*1 H E Reverend Dr. Sharp coming 
1767- J^ \^x,o Ghrift-Ghurch common- 

room out of the great quadrangle, on yatifrday, 0£to- 
ber 12, 1765, about 8*^ 30^ P. M. informed the com- 
pany there, that he had {ttxi fome remarkable Aiirorce 
Boreaks a few minutes before. But, as fuch phasno- 
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